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THIS IS UNEVALUATED INFORMA‘ION 


1 An electric power distribution point at Yenchi (129.31, 2-55), Kirin, is 
knom as the Yenpien Electric Bureau. During the Japanese occupation it 
was the Chientao branch of the Manchurian Electric Company, transmitting 
about 1,000 KT from the 10,000 KT genorated at Lake Chingpo in Liutanchiang 
Province. After the Japanese surrender, the generator was destroyed and 
all paver production ceased. An agreement was made between the Chinese 
Camnmists and the North Korean Govérnnent by which the Yenpicn arca re~ 
ccived 2500 KT from Namyang (129-50, 2-50), in North Korea. The bureau 
was then set up as the power control center for the Yenpien area and all 
adjacent military camps, factorics, and coal mincs. 

2. The bureau has an office at 2 lsin Using (4/1 *#) Street, Yenchi, end a plant 

three kilomctors north of Yenchi station. Its power of 2500 IT is distributed 

as follows: 


900 Kil for the Yenchi Bureau — 300 KY for light 
600 KT for power —- 360 Kil for military use 
2h0 Ki for gencral use 


700 KY! for Lung Ching Branch —- 300 Ki for light 
400 KT for power ~- 100 KV for military use 
300 KW for gencral use 
500 KV for Tumen Branch —- 200 KV for lipht 
300 Ki for power —— 200 KV for military use 
100 KW for gencral use 


400 KY for Hunchun Branch -~ 100 KY for licht 
300 KV for power ~= 250 KW for military use 
50 KY for general use 


3. The bureau hés transformer stations at the folloving points (see Attachment A): 
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Location transfor wr Iuamber of hororks 
Gapceity in Transforners 
iis 
Yenchi ; 1000 3 
Tumen (129-50, h2—55) 1000 3 
Shih Woien (129-45, 43-05) 1000 3 Lar;e military 
; factory 
Lungching ee ae 1000 3 
Laotoukou (129-10, ):2=5) 1000 3 Coa mine 
Tienpnoshan (129-03, 12-56) 1000 2 Copper ore 
Hunchun lsien (130822, 2-52) 1000 3 Coal mine 
Chaoyangchuan (129=23, )2.53) 100 3 
Tumpfossu (129015, 2-53) 50 2. 
Pataokou (7129-3), 13-59) 50 2 Gold wine 
Ving Yuch fou ‘ 200 3 
Toutaokou (127-12, h2=!,5?) 50 2 
Erhtakou (129-48, ° 4339) ie) 2 
Tushantzu (129~Fh, L6=18) ie) 3 Ccal mine 
Holung Isien (129.33, 12.38) 109 3 
Yangching Nsion’ (129~35, 43-16) 100 3 
Hatamen (130-30, 42-57) £9 3 
Kadshantun (129-410, )2~1,0) 200 3 


The bureeu has 398 erplloyecs, assigned as follavs: 


Iain office: Yonehi branch 73 
Chief and. dc uty 2 Tungehine branch 60 
Technical advisers 3 Tunon branch 53 
General affairs section 3); Hunchun branch 1 
Naneremnont seebion 21 


“ngincsring section 103 
Seme of the personnel emplayed are the following: 
Burea: chief: WANG Huaptu (i 4 -% ), age h6, CCP monber, 
Deputy chief: HAN Pin (## a), ace 30, CCP membor. 


Technical advisers: LUURATA Jiro (ay @ iK#P), age 56, Japanose in Linehuria 
since 193). 


a » 7 
YAO Kiyoshi (/\ #. 42), Japanese, are 1:2 > in Vanchuric 
Since 190. 


MA “OALT Tatsuo { wy BR ), Jazomosc, are LO, in 
Uanchuric since 1936. 


Genoral, affairs chief’: HO Wen<pen ay A. A), age 32. 
Managemont chief: Cz!02 Shlang-sok (4 % %4 ), 2ge 3h, Norcan. 
Engineering chicf: LU Itin-jume (2 BOX), age 29. 
Yonelti branch caief: CHOU vermmchtion ($k 2H), ace 33. 
Yungehing breneh chief: CHAIN Teu-heng (4% x 4 ), ace 28. 
amen branch chicis 10 Chung-yin (9 2%, 4%), ace 38. 


Hunechun branch chief: KUC Tsaieren (#7 ws eer are 36. 
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6. Their general fumetions and dut“es, by sections aro: 
a, General affairs section: 


Administration sub-scetiont personnel, docwmnts y Necessary rovcirs 
for builcing, and other matters. 


Accounting sub-section: budget and all cash disbursement. 


Supply sub-section: official supplies, »urchase of neecssary meterials, 
and delivery of goods to branches, 


bo Managemont sections 


Planning sub-section: projects for now Suilding and devolopment of 
electric current in the arcas conecrned. 


.Manarenent sub-section: ostimates of all vevennos y hancling of stotistics, 
e. Enedincering seetionr 


Current transformer sub-see¢tion: control of transformers y repaics and 
new construction of stations. 


Wire sub-section: cheek on wire condition, repair and nay construction 
of wire lines, 


d. Branches: 


Administration sub-section: personacl avvairs, decumnts, payrolls, 
office supplics, and exponse bucget.s. 


Lanecermont sub-section: coordination and collection of rents, sales 
of light bulbs, estimetes of rovonue, and con 
tracts for pover uses, 

Engineoring sub-section: renairs and dealing with cloctrice accidents, 


Station sub-section: repair of wire lines, handlinr of clectric accidents, 
and colicetionser rents. 


7o The installation of the Yenpien Dlectric Bureau includes a tyo~story office 
building of reinforced conercta, painted oreyy measurine aporoxinately 2 by 
30 moterr; a one-story brick rarchouse 9 apprexinately LO by 13 meters; 2 brick 
garage measuring U: by 10 meters; and Sour ono-story brick builcinres with grey 
roofs, for employees. (See Attachnent 3B.) 
Attachnontes: 


A. Distribution System of Tlectric Current. 


By Duilding Site of Yerpicn “cetrie Durcau, 
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